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TAGS: OGEN, EIND, ETRD, TBIO, AU 

SUBJECT: FDA ADVISORY-IN VITRO DIAGNOSTIC REAGENT 

REF: STATE 042181 

1. IN COMPLIANCE WITH REFTEL EMBASSY CONTACTED AUSTRIAN 
CONSIGNEES TO ASCERTAIN RECEIPT OF LETTERS FROM ENDO 
LABORATORIES, INC., OF DECEMBER 30, 1974 AND JANUARY 6, 

1975 CONCERNING COMPANY'S QUOTE GLUSULASE UNQUOTE. 

2. ALL AUSTRIAN CONSGINEES EXCEPT BIO-CHEMIE, BRUNNER- 
STRASSE 59, A-1235, WIEN, ACKNOWLEDGED RECEIPT OF SUBJECT 
LETTERS. BIO-CHEMIE UNABLE TO TRACE ANY RECORD OF EITHER 
ORDER, CONSIGNMENT OR CORRESPONDENCE. 

3. DR. RUIS OF INSTITUT FUER ALLGEMEINE BIOCHEMIE OF UNI- 
VERSITY VIENNA STATED THAT FOR TYPE OF WORK PERFORMED BY 
INSITUTUE MISTAKE IN LABELING WAS OF NO CONSEQUENCE. 

DR. KATINGER GAVE US SAME REPLY. ING. SZABO STATED HE 
HAD NO STOCKS LEFT BUT HAS HEARD OF NO COMPLAINTS. HE HAS 
INFORMED ENDO LABORATORIES ACCORDINGLY. MOWINCKEL 
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